For your Comfort and Convenience 
When visiting the Indian Capital 

THE CACTUS MOTEL 

20 Units with closed, heated garages — Wall-to-Woll 
carpeting — Tiled Baths, Tub and Shower. Steam Heat. 
Some two room units for families and friends who wish 
to stay together. 

On Highway 66 West Entrance 

Four blocks from downtown Gallup, N.M. 
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